I go      PREPARATION   AND   USES   OF   WHITE   ZINC   PAINTS

Association  for  the   legal   protection   of   workmen  had
refused to take this radical measure into consideration.1

Secondly, the Minister recalled that the results of com-
parative experiments which had just been made in France,
to ascertain whether white lead could be replaced under
all conditions by white zinc would not be known for
several years. The Belgian regulations, apparently
inspired by the French decree of the Minister of
Commerce and Industry, iSth July 1902, differs there-
from by the partition of the measures to be taken. Some
are imposed on the master painters or foremen, the
others on the workmen. The following are the require-
ments and measures of the first Royal Warrant, signed
on the i3th May 1905, which was superseded in 1910 by
a Royal Warrant which is given after the former, purely
as a matter of reference :

The First Belgian Royal Warrant Regulating the Use of
White Lead
Having read the Act passed on the 2nd July 1909,
relating to the health and the safety of the workmen
engaged in industrial and commercial operations ; and
Whereas there is reason to prescribe measures, with the
object in view of preventing the risks which the use of
white lead entails in house-painting ;
Having read the advice given by the expert sections
1 It is a curious thing1, that the French Section of this same Associa-
tion had approved of the suppression of white lead, whilst the Italian
and the Swiss Sections decided respectively for regulation and for a
trial of suppression.